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Abstract 

Introduction. Ensuring industrial safety (IS) is one of the priority goals of any company. It is obvious that achieving its 
high level is impossible without the formation of a safety culture among employees, since their wrong actions can lead 
to emergencies and death of people at hazardous production facilities. The concept of industrial safety culture (ISC) is 
interpreted in different ways, but all definitions are united by the need for employees to realize that industrial safety 
should become their main goal and internal need. To date, there are many methods for determining the degree of ISC 
development. They are actively and successfully used at many enterprises. At the same time, it should be noted that the 
Russian legislation lacks, in particular, a methodology for quantifying the industrial safety culture specifically at the 
enterprises of the oil and gas complex, which have their own characteristics and specifics. Therefore, the introduction of 
a new quantitative approach to assessing the effectiveness of management of industrial safety culture has important 
scientific and practical significance on the industry agenda. The aim of this work in this regard was to develop 
mechanisms to increase the ISC level at one of the gas transportation enterprises of the country based on the results of 
the survey of its employees. 

Materials and Methods. For the analysis, the results of a three-level questionnaire conducted in 2021 and 2022 were 
used, which included socio-biographical characteristics of employees, their assessments on specially developed 
16 components of industrial safety, as well as the interview of focus groups on six selected IS components. 

Results. During the analysis of the questionnaires, an increase in the level of industrial safety culture was established 
from the predicted (third level) to the proactive (fourth level) according to the five-level classification of the 
International Association of Oil and Gas Producers (IOGP). 

Discussion and Conclusions. The comparative analysis demonstrated positive dynamics of the results of the ISC level 
assessment by the employees of the gas transport enterprise. Its increase at this enterprise was achieved through the 
introduction and implementation of proactive measures, such as the development of personal obligations of employees 
in the field of safety, their maximum involvement in the development of competencies in the field of industrial safety, 
ensuring openness/transparency of communications on safety issues, and the formation of a positive attitude of 
employees to changes in this area. 
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AHHOTauHA 

Beedenue. Odecrieyenue Npou3sB0AcTBeHHON Oe3zonacHocTnH (IIb) aBisetTca OHO U3 MPHOPHTeTHBIX Wesel 000K 
KOMHaHHu. OueBHyHO, 4TO OCTHKeHHe ee BbICOKOTO YPOBHA HEBO3MOX%KHO O6e3 (opMupoBaHHA KYJIbTypbI 
Oes0racHocTH y paOOTHHKOB, TaK KaK MX HeMpaBHJIbHble JeHCTBUA MOTYT MOBJeUb CO3AaHHe aBapHiHbIX CUTyalui U 
rHOeb Oye Ha OMacHbIX MpOH3BOACTBCHHBIX oOObeKTaX. I[loHATMe KYJIBTYpbI Mpou3BOACTBeHHOH 
6esonacHocTH (KIIb) Tpaktyetca m0-pa3HOMy, OJHaKO BCe oMpeyeeHHuAt OOBeAMHACT HEOOXOAMMOCTL OCO3HaHHA 
paOoTHHKaMM Toro (pakTa, 4TO NPOM3BOCTBeHHad Oe3s0MacHOCTh WOJMKHa CTaTb MX TaBHO WesIbIO HM BHYTpeHHel 
nloTpeOuoctp10. Ha ceroqHAWIHHM WeHb CyWeCTByeT HEMaJIO MCTOZUK Id Ollpesemenua cTerenu pasBuTua KIIb. Onn 
AaKTHBHO HM YCHeWIHO MpHMeHAIOTCA Ha MHOrHX peslpuaTuax. BMecte c Tem cyleqyeT OTMeTHTb, YTO B POCCHHCKOM 
3aKOHOATeIbCTBE OTCYTCTBYeT, B YaCTHOCTH, MeTOAMKa KOJIMYECTBEHHOM OWeCHKH KYJIbTypbI NPOv3BOACTBeHHOM 
Oe30MacHOCTH KOHKpeTHO Ha lipesNpHATHAX He*Tera30BOro KOMIIIeKca, HMEIOWIMX CBO OCOOeHHOCTH UM CHeLHMpUKy. 
Ilostomy BHeypeHve HOBOrO KOMYeCTBeHHOrTO HoOAXoWa K OeHKe 93PpdeKTHBHOCTH yipaBIeHHA KyJIbTypol 
TIpOH3BOACTBEHHOM Oe30NaCHOCTH MMeeT BaxKHOe Hay4Hoe UM MpakTHyecKOe 3HAYeHHE B OTPACeEBOM MOBeCTKe THA. 
Llembro JaHHO paooTs! B CBA3H C 9THM ABIIACTCA paspaOOTKa MCXaHH3MOB JIA WOBbIMIeHHA ypoBHa KIIb Ha ofHOM u3 
ra30TpaHCHOpTHBIX MIpeAMpHATHM CTpaHbl, IpeAMpHHATAA 0 pe3yIbTaTaM aHaJIH3a AHKCTHPOBaHHA CTO paOOTHHKOB. 
Mamepuanoi u memooot. J\na ananv3a UCHONb30BaIMCb Pe3yJIbTATbI TPeXYPOBHEBOTO AHKeETHPOBAHHA, MpOBeyeHHOTO 
B 2021 u B 2022 romax, KoTOpoe BKIOUaIO B CeO COlMaIbHO-OnorpadPuyeckHe XapaKTepHCTHKH PpaOOTHHKOB, HX 
OWeHKH TO cilelwalibHo pa3padoTaHHbIM 16 KOMMOHeEHTaM MpOH3BOACTBCHHOM Oe30lMacHOCTH, a TakwKe 
MHTepBbIOMpoBaHHe (OKyc-rpyiill Ha IpeAMeT WeCTH BbIJeeHHBIX KOMMOHEeHTOB IIB. 

Pe3yibmamoi uccredoeanua. B xoye MpoBeeHHOrO aHasIH3a aHKeT OBLIO YCTAaHOBJICHO MOBBIILMeHHe YPOBHA KYJIBTYPbI 
IIpOH3BOACTBeHHOM OesolacHocTH c MporHosupyemoro (TpeTbero ypoBHA) ZO MpoakTHBHOrO (YeTBepTOrO ypoBHA) 
CorlacHo IATHypoBHeBol Kaccupukanun MexrzyHapoqHon accolMmalluu Mpou3sBoquTeNeh He@tTu u ra3a (IOGP). 
Oécystcoenue U 3akO“UenUe. CpaBHUTeIbHbI AHAIM3 TpOACMOHCTPHPOBAasI NOMOXKUTCIbHY!O JMHAMHKYy pe3yJIbTAaTOB 
oueHKu ypoBHa KIIb paOoTHukamu ra30TpaHcnopTHoro mpeszmpuaTua. Iloppmuenue ero Ha aHHOM IpesmpHaTHu 
JOCTHTHYTO Osarofapa BHeApeHuIO M peaM3all[MH MpOaKTHBHbIX MePpOrpHATHH, TaKHX Kak pa3paOoTKa JIMYHBIX 
oOs3aTeIbCTB paOOTHHKOB B OOsacTH Oe30MacHOCTH, HX MaKCHMaJIbHad BOBJICUCHHOCTh B IIpOlecc pa3BHTHA 
KOMII€TeHIHM B OOAaCTH NpOH3BOACTBEHHOM Oe30racHocTH, OOecle4yeHHe OTKPbITOCTH/Mpo3pa4yHOCTH KOMMYHUKalHit 


10 BOHpocaM Oe30acHocTH, cbopMupoBaHue TlOSHTHBHOYO OTHOIMCHHA paOoTHHKoB K H3MCHeHHAM B 3TOK cdepe. 
KoroueBble cJ10Ba: KyJIbTypa IIpOu3BOACTBeHHOL Oe30lacHOcTH, YPOBCHb 3peJIOCcTH, dokyc-rpynust, aHKeTHpoBaHie 


BaarogapHoctw. ABTopbl BbIpPaxKalOT MPH3HATeJIbHOCTb COTpyJHHKaM fra30TpaHCHOpTHOro mpesnpuaTua 
3a IIPOABJICHHBI ~=MHTepec K oOcyxyaemMol Teme 4 oOpocoBecTHoe UpoxoxKyeHwe aHKeTHpOBaHHa 
WM MHTepBbIOMpoBaHHA, OaroqapAT peaKUMOHHY!O KOJWIerHIo KYpHasa HU PelleH3eHTa 3a NpoOPeccHOHaIbHbIM aHasH3 Vl 


pekKOMeH ann DJIA KOPpeCKTHPOBKH CTaTbH. 


Aisa uHTHpoBaHua. Cypuanosa M.A., Bonoxuna A.T., [meOosa E.B. PaspadOoTka MexaHu3MOB HOBbIMICHHA KYJIbTypbI 


IIpOH3BOACTBEHHOHM Oe30nacHOCTH HO pe3yIbTaTaM aHasIM3a AHKeTHPOBaHHA paoboTHUKoB. bezonacnocmb mexHozeHHbix 
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Introduction. Currently, the development of industrial safety at oil and gas complex enterprises is based on a risk- 
oriented approach, which means the integration of risk analysis and management methodology with the existing 
management systems. As practice shows, the implementation of this approach leads to the formation of a high industrial 
safety culture in companies. 
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Within the framework of new standard GOST R ISO 45001-2020 "Occupational health and safety management 
systems. Requirements with guidance for use"! the efficiency evaluation of the company's economic activity is 
inextricably linked with the evaluation of its achievements in the field of industrial safety. 

The requirements for leadership and commitment of top management to achieve the goals set, as well as the 
involvement of employees in the identification of hazards and risks, the development and management of a 
management system are among the significant innovations of this standard. Indeed, competent formation and 
implementation of leadership in production is an extremely difficult task for the vast majority of companies. Only a few 
enterprises manage to form a high industrial safety culture through the introduction of leadership practices. 

The industrial safety culture today is one of the most important elements of the occupational safety management 
system in all companies [1—3]. There are a sufficient number of methodological approaches to determining the degree 
of development of the ISC [4, 5]. Well-known models that are often found in the practice of international companies are 
the Bradley curve, the M. Fleming model and the P. Hudson model [6, 7]. These models were developed based on the 
experience of the world's leading companies and represent the stages of development of the occupational safety 
management system, which allows you, after conducting a specific analysis, to identify areas of safety culture that need 
to be improved [8-10]. For example, DuPont has more than two million questionnaires in its database covering a wide 
range of industries in 45 countries and more than 10,000 objects that can be visualized and compared with other 
industry companies to evaluate key indicators of their safety culture [11-13]. 

Materials and Methods. Based on the analysis of these international practices, an original methodology for 
assessing the industrial safety culture was developed using a three-stage questionnaire (three questionnaires) with 
subsequent processing of the results according to the specified criteria. 

Questionnaire No. 1 contained 10 questions, including an assessment of socio-biographical characteristics of 
employees. It was assumed that they had a certain effect on the awareness of the importance of ensuring safety, on 
understanding and fulfilling the requirements of production instructions. Another part of the questions was aimed at 
determining the attitude of employees to the idea of zero injuries, readiness to take responsibility for their actions in 
relation to safety at work. 

Questionnaire No. 2 offered questions for evaluating 16 individual components of ISC presented in Figure 1. 


1. Motivation 9. Evaluation of the safety management work 


2. Risk management 
10. Assessment of safety resources 


3. Evaluation of effectiveness of IS service 
11. Learning from past mistakes 


4. Transparency, information trainin, 
‘ 2 e 12. Personal responsibility for safety 


5. Competence and training of employees in the 13. Personal discipline and commitment 
field of IS 


14. Assessment of communication in the organization 
6. Trust regarding safety issues 


15. Involvement of employees in ensuring safety 


7. Informing about violations 


8. Assistance from other employees 16. Personal interest of employees in safety issues 


Fig. 1. ISC components 


'GOST R ISO 45001-2020. Occupational health and safety management systems. Requirements with guidance for use. Electronic fund of legal and 
regulatory documents. URL: https://docs.cntd.ru/document/1200175068 (accessed 30.08.2023). (In Russ.). 
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Four statements were made for each of the components, two of which were positive and two were negative. The 
employees had to choose the degree of agreement or disagreement with the proposed statements. For further data 
processing, all answers were transferred to a 5-point scale. 

For the interviewing stage of the focus group, an original authors' questionnaire No. 3 was developed, which made it 
possible to assess such ISC components as motivation, competence and training of employees in the field of 
occupational safety and health, assessment of communications in security issues, policy and shared values, assessment 
of resources for security, and learning from past mistakes. 

Interviewing about the state and level of ISC development was with the employees of seven professional categories: 
managers (administration), specialists (administration), line managers (production units of the main activity), line 
managers (production units of secondary activity), specialists (production units of the main activity), specialists 
(production units of secondary activity), and workers. The interviewing format was face-to-face (directly by an on-site 
auditor) and online (by filling out by employees a specially designed electronic Yandex.Form). All the answers received 
as a result of face-to-face interviewing were later entered into Yandex.Forms. The estimated time to complete the 
interview/questionnaire was 30 minutes. 

As a result of filling out the Yandex.Form, all the answers were converted into points with the subsequent finding of 
an assessment by employees of both a separate ISC component (the average score for four statements for this 
component), and in general all 16 components (the average score for 16 components found) on a scale from | to 5. 

The conversion of the average ISC assessment values by the employees to the five-level classification of the 
International Association of Oil and Gas Producers (IOGP) was carried out according to the scale shown in Figure 2, 
where: 

— Level 1 — initial. The ISC concept was virtually absent, all safety measures were random, the requirements were 
not met; 

— Level 2 — reactive. The ISC level was not developed, but certain safety measures were taken every time after the 
realization of an adverse event; 

— Level 3 — predictable. The ISC level began to rise and gradually tended upward due to the creation and 
implementation of formalized approaches to industrial safety management; 

— Level 4 — proactive. The ISC level was quite high, the values and leadership confirmed by the results ensured 
continuous improvement of industrial safety; 

— Level 5 — creative. The industrial safety system was a way of doing business’. 

Results. Figure 3 provides the results of the survey of employees conducted in 2021 and in 2022 in the form of a 
comparative histogram. These histograms demonstrate the positive dynamics of the ISC assessment results by the 
employees of the enterprise. 

The ISC components that received the highest ratings in both 2021 and 2022 were "Assessment of the effectiveness 
of IS service" (2021 — 3.86, 2022 — 4.33), "Personal responsibility for safety" (2021 — 3.86, 2022 — 4.31), 
"Assessment of the work of management to ensure safety" (2021 — 3.79, 2022 — 4.26). These assessments related to 
the proactive level of ISC and meant that there were no cases of concealment of incidents at the enterprise, employees 
had the opportunity to contact the management with questions about safety, they were aware of their personal 
responsibility for it and highly appreciated the work of the IS service. At the same time, it was worth paying attention to 
the minimum estimates: "Motivation" (2021 — 3.41, 2022 — 4.15), "Assessment of resources for safety" (2021 — 
3.43, 2022 — 4.18). The minimum estimates of 2021 referred to the projected ISC level, while the minimum estimates 
of 2022 referred to the proactive one, and this was despite the fact that the components showed the lowest number of 
points in 2022. These data indicated a lot of work done with an emphasis on these components. 


*IOGP. Report 453 — Safety Leadership in Practice: A Guide for Managers International Association of Oil & Gas Producers Bookstore (IOGP). 
URL: https://www.hpog.org/resource-centre/iogp-papers/new-download/ (accessed 30.08.2023) 
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1,262.50 


Industrial safety 
system is a way 
of doing business. 
Reactive The target 
indicators are the 
absence of 
accidents. 
Ensuring safety is 
understood as a 
key aspect of 
production 
activity 


Measures are 
taken to ensure 
industrial safety 
every time after 

the event, 
motivation in the 
form of fines and 

penalties 


Safety measures are 
random/formal 
reporting 


Fig. 2. Results of the survey on the international five-level classification of oil and gas producers (IOGP) [13] 
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Fig. 3. ISC level assessment by gas transportation company employees in 2021 and 2022 
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The average ratings of all components of the industrial safety culture for each professional category and the average 
ISC value for the enterprise as a whole were also calculated. Figure 4 provides the comparative histogram. 
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Fig. 4. Comparison of the results of average ISC ratings depending on the professional category of employees of the gas 
transportation enterprise for 2021 and 2022 


It can be seen that in both 2021 and 2022, the professional category of employees did not significantly affect the 
assessment results, but at the same time, an increase in the ISC level to proactive in each of the professional categories 
was established. This was due to the implementation of such proactive measures at this enterprise as holding a review- 
competition of the state of industrial safety and the development of a safety culture with subsequent encouragement of 
winners and payment of monetary remuneration to employees, installation of video monitors on which videos of 
violations and injury cases were broadcast, as well as positive and significant events related to IS issues. 

According to the algorithm for assessing the ISC level and the results of the survey, histograms of average ratings of 
all employees for each component of the occupational safety culture were constructed for three age categories: up to 35 
years, from 36 to 49 years, from 50 years (Fig. 5). 
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Fig. 5. Comparison of average ratings of the ISC level depending on the age category of employees for 2021 and 2022 
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As it can be seen in the figure, the employees of all age categories attributed the ISC level in 2022 to proactive, 
while in 2021 it was predicted. However, the presented data show that there was no dependence of the assessment of the 


ISC level on the age of employees. 
Based on the results of the questionnaire, two pie charts of the distribution of all respondents by the ISC level were 


formed for comparative analysis (Fig. 6). 


4% 1% 
; : 13% 8% 
ISC levels ISC levels 
= Initial = Initial 
= Reactive = Reactive 
= Predicted = Predicted 


= Proactive = Proactive 


= Creative = Creative 


79% 


2021 r. 2022 r. 


a) b) 
Fig. 6. Comparison of the number of employees of a gas transportation enterprise by the levels of ISC development: 
a — for 2021; b — for 2022 


Thus, it can be noted that the reactive level disappeared (the average value lied in the range from 1.26 to 2.50). 
It is important to emphasize that in 2021, 58% of employees estimated the level of industrial safety culture at the 
predicted level (the average value lied in the range from 2.51 to 3.75), while in 2022 it was only 8%. The share of 
employees who assessed the ISC level as proactive increased — from 37% to 79% (the average value was in the 
range from 3.76 to 4.50). An indicative result was an increase in the percentage of employees who rated the ISC 
level at the creative level — from 4 to 13%. 

Based on the results of the focus group interview (questionnaire no. 3) it was revealed that the majority of 
respondents (70%) were familiar with the motivational program for safe work. Moreover, in their opinion, this 
program was functioning effectively. At the same time, 70% of the interviewees did not know what share of the 
bonus was paid to them for safe work and absence of IS requirements violations. However, the vast majority of 
employees (90%) knew what types of penalties a manager could apply to them for violating the IS requirements. 
Probably, not all employees understood how the motivation program worked at the enterprise. 

The majority of respondents from the focus group (95%) believed that the employer provided a sufficient 
amount of training in the field of occupational safety and health, but only a quarter of them emphasized that the 
training took place in an interactive format, followed by practical study of the material presented. 

Discussion and Conclusion. The work done by the authors made it possible, first of all, to assess the ISC level 
at the gas transport enterprise under study, as well as to present a comparative analysis of average values of ISC 
for all components. In 2022, this value was 4.23 (fourth level), while the average estimate in 2021 was 3.66 (third 
level) according to the five-level classification of the International Association of Oil and Gas Producers. 

Annual monitoring of ISC level allowed us to identify lower components that needed to be paid attention to: 
motivation and competence, training of employees in the field of IS. In this regard, at the suggestion of the 
authors of the article, the administration and the IS service of the gas transport enterprise carried out and 
implemented measures to improve the ISC level. 

To ensure motivation for safe work, methods of encouragement for performance and methods of influence for 
violating the key rules of a gas transportation enterprise were proposed, methodological materials for working 
with personnel demonstrating risky behavior were developed, and the information about bonus payments was 
brought to employees through memos and information posters. In order to form and develop competencies in the 
field of industrial safety, personal obligations of employees in the field of industrial safety have been developed, 
employees have been trained and will continue to be trained in advanced training programs "Leadership in the 
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field of industrial safety", "Behavioral safety audit. Rules of conduct", "Identification of hazards and risk 
management in the field of industrial safety", "Analysis of the root causes of accidents. The procedure for their 
establishment and development of preventive measures", as well as on the topics "ISO 45001:2018 "Occupational 
health and safety management systems. Requirements with guidance for use", "The procedure for conducting 
audits of the occupational health and safety management system taking into account the requirements of 
ISO 45001:2018". The work has been organized aimed at developing risk-oriented thinking among employees of 
the enterprise. 

In the future, it is planned to develop and implement a personnel assessment system that will determine the 
level of development of critically important personal and leadership qualities of employees and thereby assess the 


impact of these qualities on ensuring a high ISC level. 
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3aABNEHHbIU BKIAO Coaemopoe: 
ABTOpbI BHECJIM PaBHOI[CHHbIM BKa, B WOCTaHOBKy 3afa4u U olpeyesenue Wel UccieqoBaHHA, MpoBezeHue 


9KCIICPHMeHTOB HU pacueTos, (POpMyJIMpOBaHHe BEIBOJOB H KOPpeKTHPOBKy TeKCTAa CTAaTbH. 
Kougbauxm unmepecose: aBTopbl 3aABIAIOT OO OTCYTCTBHH KOHDIMKTa HHTepecos. 


Bce aéemopbi npowumalu u odoépunu OKOHYAMEbHbIU 6apuaHmM PyKonNucu. 
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